











E iii P NE E N E T N ) 


La 
y 





f 


tela mck Otst 





October 9, 1974 


4410 


Honorable Robert W. Warren 
Attorney General of Wisconsin 
CAPIPOL 








Dear Mr. Warren: 


Enclosed please find pertinent data relating to the following delinquent 
order: 


Order Number 2A~74-833 ~ Mr. James Lehrer 


Pursuant to the requirements of Section 144.536, Wisconsin Statutes, 
seid order is herewith referred to your office. 


Attorney Charles R. Hammer of the Division of Enforcement will serve as 
Department liaison with your office in this matter. 


Very truly yours, 


L. P. Voigt 
Secretary 


RTG:ch 


Lake Michigan District 
Ene. 
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October 9, 197} 


4410 


Honorable Robert W. Warren 
Attorney General of Wisconsin 
CAPITOL 


Dear Mr. Warren: 


Enclosed please find pertinent data relating to the following delinquent 
order: 


Order Number 24-74-9833 ~ Mr. James Lehrer 


Pursuant to the requirements of Section 144.536, Wisconsin Statutes, 
said order is herewith referred to your office. 


Attorney Charles R. Hammer of the Division of Enforcement will serve as 
Department liaison with your office in this matter. 


Very truly yours, 


L. P. Voigt 
Secretary 


RTG: ch 


Lake Michigan District 
Ene. 
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